THE ACACIA HOTEL 2 

is one of the best of the many fine hotels in ° 
COLORADO SPRINGS. < 

Situated just north of the business district w 

opposite Acacia Park, it fronts on beautiful => 

Platte Avenue from the end of which Pike's u> 

Peak seems to rise majestically. * 
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Showing Platte Avenue with Pike's Peak in Distance 
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